To:  Wagner,  Christine[Wagner.Christine@epa.gov] 

From:  Smith,  Terry 

Sent:  Thur  8/1 3/201 5 3:50:46  PM 

Subject:  Re:  Gold  King  Mine  - surface  water  summary 

Hi  Christine: 


We  have  replied  back  to  Jon,  et.  al.  that  we  are  OK  with  the  messaging. 


do  you  know  if  any  actual  data  charts  or  RSLs  are  going  to  be  posted  as  well  ? 


Terry 


From:  Wagner,  Christine 

Sent:  Thursday,  August  13,  2015  11:17  AM 

To:  Smith,  Terry 

Cc:  Rauscher,  Jon;  McKean,  Deborah;  Ruhl,  Christopher;  Crossland,  Ronnie;  Foster,  Althea;  Loesel, 
Matthew;  Garcia,  David;  Cheatham,  Reggie;  Tulis,  Dana;  Dinan,  Janine;  Burgin,  Deborah;  Harrison, 
Melissa 

Subject:  Re:  Gold  King  Mine  - surface  water  summary 

Terry 

Based  on  our  call  this  morning,  AC  had  set  a goal  to  have  this  info  posted  PRIOR  to  the 
Administrators  briefing 

We  had  set  a goal  of  1 1 :30  EST.  Please  help  us  get  this  info  posted  prior  to  the 
briefing.  Thank  you  for  your  assistance 

Thank  you 
Chris  Wagner 
Asst  ELU 


On  Aug  13,  2015,  at  9:07  AM,  Smith,  Terry  <Smith.Terrv@epa.qov>  wrote: 


HQ  folks.  Can  you  please  review  and  let  me  know  of  your  approval.  This 
statement  is  needed  for  Administrator  release  at  1 :20  pm  EST 
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Regional  folks.  Please  let  me  know  if  the  time  is  still  correct  for  the  Administrator. 


From:  Rauscher,  Jon 

Sent:  Thursday,  August  13,  2015  11:02  AM 

To:  McKean,  Deborah;  Ruhl,  Christopher;  Crossland,  Ronnie;  Foster,  Althea;  Loesel,  Matthew; 
Smith,  Terry;  Wagner,  Christine;  Garcia,  David 
Subject:  Gold  King  Mine  - surface  water  summary 


NMED  approved  for  this  statement  at  9:55  AM  per  David  Garcia. 
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